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NIAMEY FOR AMBASSADOR 

DEPARTMENT FOR A/FBO FROM MARVEL 

E.O. 11652: N/A 
TAGS: BLDO 

SUBJECT: AIR CONDITIONING CHANCERY OFFICES - PROPERTY 01559-A 
REFERENCES: STATE 042588 AND 154526 TO NIAMEY - NIAMEY 2295 

1. FBO RECOMMENDATIONS COVERED BY 042588 WERE THOROUGHLY REVIEWED 
BY MARVEL AND A/C CONTRACTOR IN NIAMEY PRIOR TO NIAMEY'S 2295 
WHICH DRAFTED BY MARVEL. 

2. THE MAIN A/C FEEDERS ARE LOCATED IN NW CORNER OF BUILDING 
THEREFORE THERE IS AMPLE SUPPLY FROM THE MAINS TO THE FAN COIL 
UNIT WHICH WAS PROPOSED FOR INSTALLATION SECOND FLOOR NORTH WALL 
APPROXIMATELY TEN FEET FROM N/W CORNER. THE FIRST FLOOR SPACE 

N/W CORNER CONTAINS TELEPHONE EQUIPMENT AND MAKING THE NECESSARY 
PIPE CONNECTIONS THIS AREA MORE PRACTICAL. 

3. THE SPACE ADJACENT TO CCC IS HEAVY TYPE CONSTRUCTION AND WAS A 
POST OF CCC AREA ORIGINALLY. PIPING TO FAN COIL UNIT THIS AREA 
WOULD BE LONG AND WOULD CONNECT TO REDUCED SIZE PIPING WHICH WAS 
NOT CONSIDERED THE MOST PRACTICAL SOLUTION TO THE PROBLEM. 

4. IT IS STILL MARVEL’S CONSIDERED OPINION THAT THE SOLUTION TO THE 
PROBLEM AS RECOMMENDED BY NIAMEY 2295 TO DEPARTMENT IS CORRECT. 
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